Zhejiang Chaoan Mechanical Co., Ltd. 


Zhejiang Chaoan Mechanical Co., Ltd.was established in 1995. It is a 
professional injector sleeves, air hoses And electrical cables suppliers 
and company, research and development, production of various diesel 
fuel injector bushings, seven-core cables for cars and trailers, air brake 
coils and other truck accessories. 

1. CA-DT001 Copper Connector NPT1/2 Air Brake Hose 

DES:AIR BRAKE COIL 

Multiple Layers with DOT Certiticate 

Copper Connector NPT1/2 

SIZE:12FEET,15FEET,20FEET 

COLOR: RED/ BLUE 


MATERIAL:PA12/PA11 
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2. CA-SCO06 SEVEN CORE CABLE 

ABS Applications, big coil version ,with zinc die-caste or 
PERMA plugs 

SIZE:15FEET, 2OFEET,15FEET+40 
1X8.25mm2+2x5.15mm2+4X3.2mm2 

1/8 2/104/12 GA 


COLOR: LIGHT GREEN 


3. HT-63 Stainless Steel Injector Bushing 


Porduct Model : CA-Cr012 


Material: Stainless Steel 


Contact information: 
Tel: 

+86-575-87061908 
+86-575-87061898 

Fax: 
market@cn-chaoan.com 
E-mail: 
kevin@cn-chaoan.com 
market@cn-chaoan.com 
Add: 


No.7 KeDan Road, DianKou, Zhuji City, Zhejiang Province, China. 


